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1. Ing. Diesing (fnu) has been appointed the new production manager for 
total production (Gesamtbereich) at the berk fuer iernmeldewesen Hi (0S!1)» 
Berlin-Oberschoeneweide. Diesing was formerly the director of 
Itoehrenwerk Neuhaus in Thuringia, formerly a Telefunken plant. 

Although he is a member of the S.UJ, he has had difficulties with the 
party and as a result was relieved of his position at Neuhaus, He 
then went to RFT-Leipzig and later was given the job of setting up 
the radio plant in Kuehlhausen in Thuringia, where the Bhonetlka firm 
moved in after leaving Berlin-Veissensee. Diesing was supposed to 
become the technical director of the Wuehlhausen plant, but his 
appointment was not confirmed by the L<£D, 

2. At present OSW is working on an order for 70,000 LCH Bl 

tubes per month. Besides these, a:i unusually large nunber of tubes 
of the AL 5 and 6 AG 5 type are being produced. It has been extremely 
difficult to meet production quotas because wire for coils (Vendeln) 
is in sh ort supply* 

3- The Russian acceptance official for annealed valves (Gluehventile) at 
the lit plant is Romayev or Romayov (fhu)„ 
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